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My hand, I laid it gently- 

How gently! on to thine — 

1 thought its pulse heat quicker, 
1 thought it answer’d mine! 
But no! there was no pressure! 
My dream of hliss was o’er ! 

I knew the spell was broken- 

That 1 was lov’d no more! 
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